To:  Grantham,  Nancy[Grantham. Nancy@epa.gov] 

From:  Knowles,  Nicholas 

Sent:  Sun  9/13/2015  8:06:04  PM 

Subject:  RE:  do  you  have  ? 

EPA  Gold  King  Mine  Incident  Site  Visit  Plan  9 10  IS.docx 


you  mean  this? 

Nicholas  Knowles 

Alaska  Area  Planner  and  ARRT  Coordinator 
USEPA,  Region  10 
tel.  907.271.3914 


— Original  Message — 

From:  Grantham,  Nancy 

Sent:  Sunday,  September  13,  2015  2:04  PM 

To:  Knowles,  Nicholas 

Subject:  do  you  have  ? 

The  lastest  visitor  policy  for  up  at  the  mine?  David  gray  sent  it  to  erin  for  your  files  - I seem  to  have 
deleted  it  and  cannot  find  it.  Thanks  ng 

— Original  Message — 

From:  Knowles,  Nicholas 

Sent:  Sunday,  September  13,  2015  3:26  PM 

To:  Lambie,  Erin  G CIV;  Foster,  Aithea;  Williams,  Laura;  Ackerman,  Joyce;  Ferguson,  Ralph;  Matheson, 
Thomas;  Grantham,  Nancy;  Gilbert,  Edward;  Kovak,  Brian;  tojohns@southernute-nsn.gov; 
thomas.mcnamara@co.laplata.co.us;  Liane  Joiion 
Subject:  FW:  Open  Action  Tracker  12SEP15 

All, 

There  are  no  changes  to  the  open  action  tracker  from  yesterday. 

Thanks, 

NK 


Nicholas  Knowles 

Alaska  Area  Planner  and  ARRT  Coordinator  USEPA,  Region  10  tei.  907.271.3914 


— Original  Message — 

From:  Lambie,  Erin  G CIV  [maiito:Erin. G.Lambie@uscg.mil] 

Sent:  Saturday,  September  12,  2015  11:30  AM 

To:  Foster,  Althea;  Williams,  Laura;  Dunkelman,  Tom;  Ackerman,  Joyce;  Ferguson,  Ralph;  Matheson, 

Thomas;  Grantham,  Nancy;  Gilbert,  Edward;  Kovak,  Brian;  tojohns@southernute-nsn.gov; 

thomas.mcnamara@co.iapiata.co.us;  Liane  Joiion;  Denney  - CDPS,  Trevor 

Cc:  Knowles,  Nicholas 

Subject:  Open  Action  Tracker  12SEP15 

All, 

Attached  please  find  the  Open  Action  Tracker  updated  following  this  morning's  Command  and  General 
Staff  meeting. 

V/R, 

Erin 
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